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[Abstract:] Relative to delay of oven for Annealing blanks. 

American Gas Furnace Company, 

New York, 

September 11, 1893 

Col. O.C. Bosbyshell 
Superintendent U.S. Mint 
Philada., Pa. 

Dear Sir: 

In answer to your favor of the 9th respecting oven for annealing blanks, delays owing to 
my absence, would say that I will take the first opportunity to call as you suggest. I will come 
this week, but am unable to-day to fix a time to-day. 

Very Truly Yours, 

E.P. Reichhelm 



